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NRO REVIEW COMPLETED 


11 November 1974 


MEMORANDUM FOR: 
SUBJECT : 


25X1 A 

I I OD&E 

Equipment for ICRS, EXSUBCOM and CSC 
Areas at Site 72 


In order to carry on the day-to-day COMIREX and CSC functions 
at Site 72, some equipment in addition to that specified in earlier 
facitity requirements documents will have to be procured and installed. 
The description and proposed locations of this equipment can be found 
on the attached listings and drawings . 

25X1 A 


Chairman 

Committee on Imagery Requirements and Exploitation 


Attachment 


25X1 


Copy \ ? 


25X1A 


Isensitive'ikIM #^^ 1 

AND METHODS INVOLVED 


lease 2003/02/27 : CIA-RDP79B01709A0015 


TOP SECRET 





TOP SECRET 


6X1 A 


Approved For Release 2003/02/27 : CIA-RDP79B01709A0Q1 50004001 6-6 


EQUIPMENT LISTING 

EXSUBCOM, CSC Areas 


Room 109 






Item No. 

Quantity 

Size 


Description 


i 

i 

4 x 10 ft 

Claridge horizontal sliding 
chalkboard — with four sliding 
corkboards , one fixed corkboard 
and one fixed chalkboard. 

2 

i 

4 x 6 ft 

Menu 

board, wall mounted. 

3, 4, 5 

3 

78"h x 36"w 

Storage cabinet 7125-269-8534 
standard issue, 2-doors. 

6 

1 

4 x 6 ft 

Chalkboard (green) wall mounted 

O' 

CO 

3 

1.5 x 2.5 ft 

3- way combination safe 

4- drawers . 

l» 

10 a,b 

1 ea 

N/A 

Overhead projector and stand. 
Projector should be Thermofax 
Model 43 or equivalent. 

11 

1 

4 x 10 ft 

Claridge horizontal sliding 
chalkboard — with four sliding 
corkboards, one fixed chalkboard 
one fixed projection screen. 

12 

1 

4 x 6 ft 

Carkboaixl, wall mounted. 

13, 14, 15 

3 

4 x 10 ft 

Corkboards, wall mounted. 

16 

1 

5x7 

Projection Screen, roll 
portable. 
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Room 245 


Item No. 


1 

2 

3 


Room 246 


Item No. 


4 

5 


Room 248 


Item No. 


Room 251 


Item No. 


Quantity 

1 

1 

1 


Quantity 

1 

1 


Quantity 

1 


Quantity 

1 


ICRS Area 


Size 


4 x 10 ft 
4 x 8 ft 
4 x 6 ft 


Size 


4 x 6 ft 


Size 


78"h x 36"w 


4 x 6 ft 


Size 


4 x 10 ft 


Description 

Corkboard, wall mounted. 
Menu board, wall mounted. 
Chalkboard, wall mounted. 


Description 

Chalkboard, wall mounted. 


3- way combination safe, 

4- drawers . 


Description 


Storage cabinet 7125-269-8534 
standard issue, 2-doors. 


Corkboard , wall mounted . 


Description 


Claridge horizontal sliding 
chalkboard — with four sliding 
corkboards, one fixed chalkboard 
one fixed projection screen . 


NOTE 1 : All cork, chalk, claridge, and menu boards to have , 
covering drapes . 


NOTE 2 : Delete Item 43 (Map File) shown on listing provided 

to COMIREX by Logistics . (Located in EXSUBCOM Staff Room . ) 
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